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TAGS: TECH, ENRG, GW, OTRA 

SUBJECT: VISIT OF US FAST REACTOR DELEGATION 

REE: STATE 035729 

1. WE UNDERSTAND FROM DR. DAEUNERT, CHIEF, OFFICE OF 
ADVANCED REACTOR SYSTEMS, FRG MINISTRY OF RESEARCH AND 
TECHNOLOGY, THAT HE PLANS TO ATTEND AIF MEETING IN US 

IN EARLY MARCH. NOTING THAT THOMAS NEMZEK IS ALSO 
SCHEDULED TO ATTEND, DAEUNERT SUGGESTS THAT HE AND 
NEMZEK MEET THERE TO PLAN APRIL 28-29 VISIT TO FRG. 

2. WE WILL BE SEEING DAEUNERT ON HIS RETURN TO 
COOPERATE IN PLANNING THIS VISIT. 

HILT .F.NBR AND 
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